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NARA RG104, Entry 1, Box 144 


[Abstract:] Sends piece of manufactured silver to assay — to know if it is 92 % o/o fine. 


Rock Island Arsenal, 
Rock Island, Il., 
February 15, 1887 


The Superintendent of the Mint of the U.S. 
Philadelphia, Pa. 


Sir: 


I have the honor to request that you have the enclosed piece of manufactured silver — 1.93 
Troy oz. — assayed to determine the fineness, or percentage of silver if contains, and that you 
inform me of the result. 


This silver is to be used in the fabrication of marksman’s insignia for the U.S. Army, and 
is required to be 92 4 o/o fine, and all I desire to know is whether the enclosed piece is of that 
fineness. 


This Arsenal is indebted to the Mint authorities for similar favors to the one herein asked, 
and as it is somewhat important that I know the fineness of the silver before going in with the 
manufacture of the insignia, I have presumed to send the enclosed sample, without first asking 
whether it would be convenient or agreeable for you to assay it. 


Very respectfully, 
Your obedt. servt. 
T.G. Baylor 

Colonel of Ordnance 
Comdg. 


